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Ligature

Ligaments are cords, bands, or membra-
nous expansions of white fibrous tissue, which
play an important part in the mechanism of
joints: they pass in fixed directions from one
bone to another, and serve to limit some
movement of a joint, while they freely allow

rel-shaped expansions attached by their two
ends to the bones entering into the formation
of the joint (shoulder joint, hip joint).

Ligature, in surgery, is a thread or wire
used for the purpose of occluding the cir-
culation in a diseased or injured blood vessel,
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others. Ligaments are arranged in three class-
es: Funicular, rounded cords such as the ex-
ternal lateral ligament of the knee joint;
Fascicular, flattened bands, such as the lateral
ligaments of the elbow joint; Capsular, bar-

or of preventing hemorrhage or discharge from
the pedicle of a tumor which has been re-
moved. An external ligature hi the form of a
tourniquet or an elastic band is frequently ap-
plied to a limb to control hemorrhage either